To:  Msouder@southernute-nsn.gov[Msouder@southernute-nsn.gov];  gurule@southernute- 

nsn.gov[gurule@southernute-nsn.gov];  ljollon@sjbhd.org[ljollon@sjbhd.org];  Faulk, 

Libby[Faulk. Libby@epa.gov];  charten@southernute-nsn.gov[charten@southernute-nsn.gov] 

Cc:  Patrick  Pfaltzgraff-  CDPHE[patrick.j.pfaltzgraff@state.co.us];  Ron  Falco  - 

CDPHE[ron.falco@state.co.us];  Meghan  Trubee  - CDPHE[meghan.trubee@state.co.us];  Greg  Naugle  - 
CDPHE[greg.naugle@state.co.us];  Bret  Icenogle  - CDPHE[bret.icenogle@state.co.us];  Heather  Drissel  - 
CDPHE[heather.drissel@state.co.us] 

From:  Rowan  - CDPHE,  Nicole 

Sent:  Tue  8/1 1/2015  10:25:29  PM 

Subject:  FOR  REVIEW  - Gold  King  Water  Quality  Summary  Information 

Gold  King  Monitoring  8-11-2015  v3.pptx 
CDPHE  WebsiteComm  081115  m.docx 

Please  see  the  attached  information.  We  will  continue  to  try  and  reach  out  tomorrow  to 
discuss  where  we  are  with  this  information  as  a conference  call  today  did  not  work  out. 

Libby,  can  you  please  forward  to  Melissa? 

Thank  you, 

Nicole 


Nicole  Rowan,  P.E. 

Watershed  Section  Manager 
Clean  Water  Program 


4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 
nicole.rowan@state.co.us  | www.colorado.gov/cdphe/wqcd 

24-hr  Environmental  Release/Incident  Report  Line:  1.877.518.5608 
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